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lo khe Avteremontoyy Zavod No© 1 (Motor Vehicle Repair Plant No a 1) was on 
rlitsa Vosraogo Marta in Tashkent©^ The plant was reached by taking 
streetcar No* 5 f*an the Tashkent railroad stat ion an d getting off at 
the Zelenyy Bazar stop on Ippodreranaya ulitsa© t he 

riant toad been founded at this location in 1932 and| the plant was 

i*n affiliate of the Gor*korrskly Avtcmobil»nyy Zavod in Oor'kiyo The plant 
s-as con-trolled by the Uzbek Ministry of Highways ©2 

2 C The plant director .was Vladimir Andreyervich Zhistovsldy, ’Mho frequently 

ravelec. to Chechoslovakia, East Germany© end othe r countries© The depu ty 


50X1 -HUM 


directw was Vasiliy Panchenkol 
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3o -he plant did general repair and reconstruction of motor vehicles 0 Most of 
the vehicles that entered the plant were about 75 percent demolished and 
ware actually in the form of scrapo After entering the plant the vehicle 
was completely dismantled* and the parts that were usable were kept to be 
♦ used for the reconstruction of other vehicles© The parts that were found 
toJ&e useless, including motors, were taken to the foundry, where they were 
nelted down and cast into new parts* The foundry could produce all parts 
for an automo bile or truck except the c hassis, which came £*om other plants 
:.u the iJSSRc H the slant was to begin manufa cturing 

new motor vehicles in the near future 

Ur, !i:he following types of motor vehicles entered, the plant' for repair car 

r e cons truction s GAZ-*$1 trucks PAZ-651 bus, ZXL-101 bus, QAZ^l jeep, and 
I3M«20 passenger car* 

5' 0 , The plaht employed 750 to 800 workers, 30 percent of whom were women© 

There wore three shifts: 0800 to 1700 employing 70 percent of the workers, 
1700 to 010C f and 0100 to 800,, each employing 15 percent of the workers* 

C-0-N~F~!*~D-*E ~N -T-I-A^L fiOFORN 
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A .jrxck 1 wall '/jo axsri a severs high with a half meter of barbed wire 

i the tn*p * unwind ed the plait* At least 20 guards armed with rifles 
k-r.ee at i»acri easier and inside the plant® At night four or five dogs 
55 -sifted tii? The guards at the gates were armed with pistols 0 

i .-/nt tftt&ayaes used only the southwest gate* which was open only during 
• shift changes,, The workers had to show the plant pass, green in color* 
s •. entry and departure* They were searched at departure but not at entry® 

7c E-'-ery cikpp had five to ten fire extinguishers® A fire station with six 
1-ramerv |ras located inside the plant area® The firemen were responsible 
f >r Sequent regular inspections of the plant and could fine employees 
( •rn,*uj,y 25 rubies) for smoking in unauthorized areas* Smoking was 
l aoly in washrocms* locker room# and outside* The plant had a 

zM station with a doctor and one nurse on duty during working hours* 

8., A Cached | jg [ J sketch of the layout of the Avtoreraantnyy 50X1 -HUM 

Z • vod Mo[ X-. The points on the sketch are identified as follows t j 

. ifcifc. balding: one~stcry white brick building 100 by 100 by 8 meters* ! 

oil vehicles were sent upon entering the plant for repairs* * I 

rdn^antlijig and assembly were done here by approximately 175 workers* 

- Ketil tempering shop: on$«$bcry white brick building 30 by 8 by l* 

Mitten with a labor force of approximately 30 workers© 

Nickel plating shops cne-stcry white brick building 2$ by 10 by 5 meters* 

One-stoccy white brick building which had been under construction since 
19$p and was not yet completed In October 1959® There were rumors that 
tbii? building and the one next to it (No* 5) were to be teed for 
meifcr vehicle mnufactux^ing in the near future® 

Sams a; 3 ho* 

i Shop for PAS-651 buses t one-story white brick building 30 by 5 by li meters* I 

BetijlS, j 

- o Living quarters for both carried and single workers: two-story brick 
bvAj.dl\>g ten by five by ten meters* 

; o offices t one-story white brick building* 

If ,7 Lark- 

X1-. Flrjs departetent and guardhouse t six by eight by four meters* 

11,, Technical shops a building eight by five by three and a half meters.) 
whijtfx contained the offices for the chief technician® 

X: : .„ Tire repair shops one-story* brick building 60 by 8 by 5 meters* where 
twelve workers were employed© Tills building was also used for storing 

c»ld| and recapped tires ^ 

i:., Belter shops for supplying both heat arid, power to the plant* Five 
vcrper,-i employe?! la this 3hop© \ 

11 ,, msp&idne>T*tt office; one -story building Wight by fire meters. All 
vRhlclas entering the plant for any reason (mostly far repairs) 
jtspertod Jiere., 

(! - 0 - I *iF -1 43 -S «M -T-X -A -L 
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M 3 °* 

X6o Underground gasoline storage tanks? approximately 10 to 1? tons 
of gasoline stored at all times 0 

17 o Shed, Storage Area No* 1? 30 by 15 meters 0 

X8o Dump for scraps 0 

19o Foundry: one-story brick building 30 by 15 by 15 meters, with one 
smokestack* The labor force was 35 workers* 

20 Q Machine shop: one-story building 50 by 15 by 5 meters 0 

£1* Tool shop: one-story building 15 by 8 by 5 meters* 

■:2 0 New building started in 1958 and almost completed in October 1959? 
one -s tory building 25 by 15 by 12 meters* 

23o Living quarters for both married and single persons: one-story 
building ten by five by three meters* 

iho Mess Iiall* 

; 5o Storeroom for mess hall* 

< 6 0 Storage Area No* 2, where all parts*) both old and new* were stored 0 
' \ c First aid station* 

28 v Water reservoir for fire fightings round, 20 meters in diameter and 
16 meters desp 0 There were two water pumps* 

29o Main gate* Orly workers and the motor vehicles belonging to the 
plant used this gate* Three guards were on duty at all times* 

. 0,, Gate* The vehicles to be repaired enter through this gate 0 

X c Gate* Delivery of the repaired vehicles to the customers was through 

tills gate * 

• 2 ,, Public '• baths on ulltsa Vos e mogo Marta* 3 
3c Daider.tif led bullding 0 


Is C i o . k . •« 
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2 0 The 1955 (Tashkent telephone directory lists this plant as subordinate to 
the Ministry of Automobile Transport and Highways USSR# 

3o B&nya N<^> 16 is at No* 1 ulitsa 8 Marta, according to the 1955 Tashkent 
telephone directory* 
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The Elec tro-Mechanical Plant (Elektro-Mekhanicheakiy Zavod) in Tashkent „ 

Uzbek SSR, was located about 50 meters north of shosse Lunacharskogo and 
about 100 meters southeast of the Salar railroad station on a s treet whi ch 
ran north fr om shosse Lunacha r skogo and at a right a ngle to It,-. 

tiie plant employed 

about 200 skilled and unskilled workers, about 40 of whom were women,, and 
about 20 office workers „ The director of the plant was Ivan Grigor 'yevich 
Khervatj, a Soviet of Hungarian origin and a long-time member of the Communist 
le assistant director of the plant, 
was usually away in Moscow* 



I the plant produced conveyors (transporter) and assembled 


equipment called elekt,ro-seti (possibly electric kits), 


each month 


about 30 c onveyors were produc ed and between 20 and 25 elektro-seti were 
assembled; the plant usually fulfilled its production 

plan* Among the materials arriving at the plant for use in this production 
and assemblage were screws, electric cables,, pieces of wrought iron,, sheets 
of tin, coal, and tar; they arrived at the plant by train and truck about 
twice a month,, from an unknown source* Every month or so these materials 
were late, resulting in a shortage of materials and a lapse in production* 
The plant -s finished produ*j;s were taken from the plant by truck and train 
every eight or ten days* 


3o The Electro-Mechanical Plant covered an area about 500 by 300 meters, 

enclosed by a brick wall about two meters high* There were two entrances 
to the plant; one for t he workers and one for the railroad spur which 


C-0-M-F- I-D-E-N-T- I-A-L < ■ cn M 
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ontierwi the plant. The workers • entrance was guarded by three 
civilian guards who allowed workers to enter and leave the ptent only 
at the regular hours and upon presentation of a plant pass The mL* 
also searched the workers when they left the plant. iTa Corker fwfi 
hxs pass when reporting to work, he was sent back for its if ^1^1^^ 
pass, he had to pay a fine of 200 ruhles to the plant and suta?t «“ 

xrfstersr* - 1 - —S- ’"SZzes* 

4- The plant had no air raid shelters, and the workers received no *, 

on the procedures to be followed in the event of an air Mid E^h^ 10 " 

ah™ 81 ’ on the use of the fire-fighting equiJLt^n his 

shop. The instruction «s given by one of the plant's guards who u»™ 
also responsible for inspecting the fire-fightine eauiJ^t u 7 

^7 three months. This instruction on protection^gatoaf fJres Ss^he 
only safety measure taken in the planto h 

5 ' Jeeded’SrtrS!** if tu® "‘ aln g *7 ° f the pl&nt told Aether the plant 

•wij ai~ou» t. th. w.^.n-nrs “. X? g? tjrt'SS 

submitting an application, a certificate from his last place of^k 
his certificate of residence, his identity card, and two Dhotovranha 
The applicant usually got his plant pass and started work ing o^ three 
days; his documents were kept by the plant. Workers were fired r~ 
obeying the foreman, being late to work, L SSjSrST.fStf* i8 ~ 


l-H °° ««._ t»l. of th. number of" 


r^'ff eiy e I out at the plant's central pay office twice a 
on the 25th (advance pay) and on the 10th (regualar pay) a F* y 
0 late almn.qt. ama-mr mrmth u^, v ***?/<> *ay 

mo tn» nowever 9 because the money ar rjvyf 


month; 

days were late almost eve; 
late from the bank 


° v9rtlffle w or ^auaea, Ten percent of 
,!fw!! d f! r ln ?? ffie tex a _ nd percent for| labor union dues 


rrv 

I J never 
salary was 
All 


workers w*r* n 7 ^ xor iaDor ^on dues. A 

and loL ^rsp ^3_of_leaye_eaoh year with full salary, 

year All leaves were controlled and regulated by^h^JeMo^el^f flee 

di”°Lt r hf id it* haVS t0 teka hi3 leaye « Electro-Mechanical Plant 
di~ not have its own rest home and therefore had to send its work*™ 
any rest home which had vacancies To s?a tn a * tS w J >rJcers to 

to the labor union office, ^ g ° — r6st h0me a a PP 13 ^ 


Below is a legend for the 
on page 4 ) , 


lo Food store; 


sketch of the Slectro-Mechanical Plant 


Onnr^^'f bUi * ding about ten * by four meters, 
une of the two doors to this store was in the wall of the 

not n con«iH th !^ ef0r ® 7 3 ° n the street -" but this door was 
never open “ entrance to the plant because it was 

Mechanical shop.- aor^-story brick building about 30 by 12 by 8 meters 

ith about 20 lathes used to produce parts for the 
conveyors ,> 


Administrative buildings 
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a one-story brick building about 20 by is by 6 
meters which contained the pay and personnel 
of t ices* 


C-0-N~F~ I~D~E~N-T«* I-A-L 
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4o Pbundry: a o negatory brick building about 40 by 25 by 12 raters 
with a brick smokestack about 15 raters high* 

5o A brick building under construction in December 1955 and intended 
for use as a foundry* about 50 by 30 by 20 raters© 

6. Electric power transforming station* a brick building about three 

by two by two raters. 

7. Electric welding shops a brick building about 30 by 20 by 8 raters. 

8. Shop for assemblage of conveyors * a one-story brick building about 

40 by 30 by 15 meters* 

9c, Warehouse for materials, work clothes and tools* a one-story brick 
building about 20 by 10 by 8 meters. 

10. Shop far assemblage of elektro-aetis a one-atoxy brick building 
about 35 by 30 by 20 meters . 

llo Junk yard. 


50X1 -HUM 


CUQ-N-F- 1- 0-E-N-T- 1- A-L 


NGFCaN 


Sanitized Copy Approved for Release 2010/08/25 : CIA-RDP80T00246A055900010001-0 




Sanitized Copy Approved for Release 2010/08/25 : CIA-RDP80T00246A055900010001-0 


C-U-N-F-I-D-E-N-T-I-A-L 

~ 4 ~ noform 


.,ygtefcfu,S& 50x1 -hum 

50X1 -HUM 





Sanitized Copy Approved for Release 2010/08/25 : CIA-RDP80T00246A05590001 0001-0 


C-Q-N-F- I-D-JE-N-T-I-A-L 

- 5 - 

fl' V - 

Overlay pinpointing the location of the Electro-Mechanical plants 
Map of Tashkent? 
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